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3.78 (<J) REPEAT 

OUTDOOR HOUSING FACILITIES. 

** The rhesus and bonnet macaque and the lemur outdoor enctosures did not have a & lool perimeler fence around 
the engloaijres. The nortti side -ol the bonnel and rhesus mgcaique enclosure neette a perimeler fence o1 no less then 
6 ft. The socth and aast side of iha lemurs enclosure requtres rw less iTian a 6 1 penmsier fence. All outdoor non- 
human primate enclosures must be enclosed by a & lool high perimeter fence. The fence must be consiructed in a 
manner so mal il realficta unauthorized hurmna, and animals the size of dogs, sKunka, and rajCASdns from going 
through it or under II and having contact with the non -human prlrr^ates. The facility must enclose Ihe outdoor non- 
human primates housing by a 6 Foot perimeter lence lo protect the non-human primates. 


3.84 (b) (S) REPEAT 

CLEANIMG, SANITIZATION, HOUSEKEEPIW2, AND PEST CONTROL. 

** In Joe the chimpanzee's indoor primary enclosure there was an excessive accumulation of debris on the old 
insulefion above him. In and around hia enclosure Ihara is also an eKOassivg amounl o1 dust. The indoor primary 
enclosures must be sanlllzed at least once every Z weeks and as often as necessary te prevent an e;vcessive 
accumulalion of dust, debris annH'ordise-ase hasand. 

3.84 (c) 

CLEAfllMG, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

In tbe stall next to Joe the chimparizee''3 primary indoor enclosure there was an abundance of dusty linen piled up 
frnm corropr to oomor. Arses arournl |ha animals quarter^ must ba kept dean lo reduce er sliminale broadir^ and 
llvlr^ areas for rodents, pesis. and vermin. Correct by July 9. ^01 S 

3.125 (a) REPEAT 

FACILITIES. GENERAL 

The shelter for the cavies in their primary enclosure had nails pointing into the inside of it, The animals could 
potenlially harm themsolves while being insitte pi the shelter. Please rpmpva tho ppiniy ends of the rrails tc ensure 
good heaJlh and welhbelng o1 the animals. 
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■** The fencing of ihe primary enclosufe l(¥ "Rainbow” the lion is being encroached t>y the surrcwndirg bamboo that 
ha^ overgrown along [ha reor of lha enclosure. The branqhaa pushing down grt lha Fenqing qould ahgilen the height 
allovving animals to escape or catrso It to bo In disrepair. Plaase clear the bamboo from Ihs fencing to ensuiro the 
containment o1 the animals. 

3.129 (b) REPEAT 

FEEDING. 

"* PVG piping used lo transfer lood items into the bear's enclosures had a noticeable brown and green organic lilm 
aKtanding ttie length gf fhe iraide ot the pipe so that it qgmes into direct contect with the food items. Inadequate 
sanitollon prsdices csn oontammats food items or eltrsct Insects or vermin. PVC piping used lo transfer lood items 
must be clean and sanitised on a regular basis, 

3.131 (a) REPEAT 

SAMITATIOM, 

"* The chinchilla has feces and debris on the bottom of its cage thal needs to be cleaned more Inequently The 
liqenaee staled that it had bean about 2 weeks ainoa it was lael cleaned. Excreta shall be removed from primary 
enclosures as often as necessary to prevent contamination o1 the animals contained therein and to minimize disease 
hafards 

3.131 (c) REPEAT 

5AMITAT10M, 

In the preparation room the ceiling is covered in old degraded insulation that is slowly deteriorating allowing 
partiqles fg fall apCfOdiooHy ell over fhe rcgm. Thie, doosn'^ make tgr a euitoble onvirgnmanf |g prepare fggd that is 
being fed lo the animals. The lacillly needs te dust and clean the preparation area to facilitate Ihe presonbed 
husbandry practices set forth. Algo repairing or replacing the ceiling could allevrate the accumulaitiori ol partides, dust 
and debris. 


'Note; The feline diet plan and the follow-up of veterinary care included on Ihe report urrder section 2 40 (b)(2) for the 
inspaglign qgndugfgd pn 21 May 2015 warp ^xamingd by the attending vgtertnarian. The Flying iraagta biting tha 
tiger's ears and the bear s vomiting and diarrhea included on Ihe report under sect^^n 2.4b (b)(3) for the Inspection 
conducted on 21 May 201 5 were exafoirred by the attending veterinarian. Instructions and treatment are being 
tgllowed aoMrdingly. 

The inspection and evif briefing was conducted with John Lies, ACI, the President and curator. 
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